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CAiLt ADDRitt ' FERRACUTE, BRIDGETON'* telephone call, "no. m" 




5-2nd. 


The U. S. Mint, 

Mr. A. H. Cobb, Acting Supt.,Phila. 

Dear Sir:- 

i • / i 

Please let us know exactly which pieces you want to replace 

• • 

in your coining press, as we do not understand your term M coin-feeder !r . 
Either send the old pieces or make such sketches of them that we may 
understand exactly what they are. 
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Ferracute Machine Company 
Bridgeton, New Jersey, U.S.A. 

May 2, 1893 

Answering Yours of May 2, 1893 
The U.S. Mint, 

Mr. A.H. Cobb, Acting Supt., Phila. 

Dear Sir: - 

Please let us know exactly which pieces you want to replace in your coining press, as we 
do not understand your term “coin-feeder”. Either send the old pieces or make such sketches of 
them that we may understand exactly what they are. 

Yours truly, 

Ferracute Machine Co., 

Per 

Oberlin Smith 
Prest. 



